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MINISTRY OF COMMERCE 

NOTIFICATIONS 
New Delhi, the 7th December 1965 

S.O. 3781. —Whereas the Central Government is of opinion that in exercise of 
the powers conferred by section 6 of the Export (Quality Control and Inspection) 
Act, 1963 (22 of 1963), Safety Glass should be subject to inspection prior to 
export; 

And whereas the Central Government has formulated the proposals specified 
below for the said purpose and has forwarded the same to the Export Inspection 
Council, as required by sub-rule (2) of rule 11 of the Export (Quality Control 
and Inspection) Amendment Rules, 1965; 

Now, therefore, in pursuance of the said sub-rule, the Central Government 
publishes the said proposals for the information of the public likely to be affected 
thereby. 

2. Notice is hereby given that any person desiring to forward any objection 
or suggestion with respect to the said proposal may forward the same within 
thirty days of the date of publication of this notification to the Export InspccUcm 
Council. World Trade Centie, 14'IB, Ezra Street, 7th Floor, Calcutta-1. 

Proposals 

(1) To notify that Safety Glass shall be subject to quality control and inspec¬ 
tion prior to export; 

(2) To specify the type of inspection in accordance with the Export of Safety 
Glass (Inspection) Rules, 1965, as the type of inspection which would be applied 
to such Safety Glass; 
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(3) To prohibit the export, in the course of international trade, of any such 
Safety Glass unless a mark recognised by the Central Government has been 
affixed or applied to such Safety Glass. 

(4) To recognise the Indian Standard IS-.2553-1964 for Safety Glass issued by 
the Indian Standards Institution, as the standard specification for Safety Glass. 

2. Nothing In this notification shall apply to the export of samples of Safety 
Glass to prospective buyers if such samples bear the Indian Standards Institution 
certification mark/or are accompanied by a certificate issued by the Indian 
Standard Institution to the effect that such samples conform to the Indian 
Standard for Safety Glass. 

3. In this notification Safety Glass shall mean (a) toughened safety glass and 
(b) laminated safety glass with two glass sheets or more. 

[No. 60(121)Exp,Insp/G5.] 

S.O. 3782.—Whereas the Central Government, in exercise of the powers 
conferred by section 8 of the Export (Quality Control and Inspection) Act, 1963 
(22 of 1963), proposes to recognise the Indian Standards Institution Certification 
Mark with respect to Safety Glass for the purpose of denoting that where Safety 
Glass is affixed with such mark, it shall be deemed to be in conformity with the 
standard specification applicable thereto under clause fc) of section 6 of the 
aaid Act; 

And whereas the Central Government has forwarded the aforesaid proposal 
to the Export Inspection Council, as required by sub-rule (2) of rule 11 of the 
Export (Quality Control and Inspection) Amendment Rules 1905; 

Now, therefore, in pursuance of the said sub-rule, the Central Government 
hereby publishes the said proposal for the information of the public likely to be 
affected thereby. 

2. Notice is hereby given that any person desiring to forward any objection 
or suggestion with respect to the said proposal may forward the same within 
thirty days of the publication of this notification to the Export Inspection 
Council, World Trade Centre, 14/IB, Ezra Street, 7th floor, Calcutta-1. 

3, Explanation .—Safety Glass for the purpose of this notification shall mean 
(a) toughened glass and (b) laminated safety glass with two glass sheets or more. 

[No. 60(121)Exp.Insp/65.] 
A. C. BANERJEE, Jt. Secy. 
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